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ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 


OFFICE OF THE DIRECTOR 


Robert M. Gates is designated Director, Office of Policy and Planning 


effective 1 July 1981. Mr. Gates will continue to serve concurrently as 


Director, DCI/DDCI Executive Staff. 


William J. Casey ‘ 
Director of Central Intelligence 
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